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STATINTL 


STATINTL 


STATINTL 


Proposed Contract for Data Exchange Requirements 

Cu) A statement of work for a proposed contract for gathering 
requirements for data exchange among the Intelligence Community 
was given to the Agency IHC repres^xtyy^^^ This paper was 
coordinated with OCR, NPIC and OC. 


STATINTL 

STATINTL 

STATINTL 


STATINTL 


STATINT Peripherals SJATINTI 

INTL IP On 1 June a contract was awarded to 

financing the purchas^of 188 peripheral devices from^^^H A 
down paym ent of has been made and annual paymeCTs of 

will be made on 1 October 1977, ^7^^and 1979. It is 
ar^^^ated this purchase will save as compared 

to rental over the life of the sys terns. 

STATINTL 

Evaluation of OWI Computer Facilities STATINTL 

(u) ODP has received a request from OWI to assist in the 
evaluation of computer facilities at an OWI contractor’s plant. 

The present computer is rented by the contractor anditappears 
that a switch to GFE would be more cost effective. ImHMMH 


STATINTL 
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